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ACETYLENE: 

Ignites Office Furnishings. 4:26 
ADMINISTRATIVE Law: 

As Applied to Standards. 6:64 
Administrative Procedure Act: 

Requirements in for Issuing Federal Regulations. 6:63 
ArrcraFT Fire: 

Crash, St. Thomas, Virgin Islands, April 27, 1976. 5:64 
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Building Unoccupied. 2:44 

Difficulty with Phone Connection. 5:83 

Discoverer Thought He Put Fire Out. 2:43 
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Not Turned On. 2:44 

Occupant Fought Fire. 4:108 

Telephones Locked. 1:46 
Autoona, Pa.: 

Paint-Spraying Booth Fire, June 1, 1976. 2:45 
ALUMINUM SIDING: 
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AmeEssury, Mass.: 

School Fire, Oct. 12, 1976. 4:106 
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Fire Hazards of. 1:5 
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Fire Tests of, in Burning Structure. 1:6 
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Shock Tests of. 1:8 
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Manufacturing Plant Fire, Feb. 23, 1977. 5:20 
APARTMENT BuILDING Fires: 

Chicago, IIll., Dec. 24, 1976. 5:63 

Cincinnati, Ohio, Oct. 3, 1976. 3:54 

Cliffside Park, N.J., Jan. 17, 1977. 5:22 

Dallas, Tex., Dec. 23, 1975. 4:108 

International Falls, Minn., July 27, 1976. 2:12 

Los Angeles, Calif., Dec. 20, 1976. 5:63 
APARTMENT FiREs: 

Olean, N.Y., Feb. 14, 1977. 4:28 

Syracuse, N.Y., Aug. 8, 1976. 1:46 
Aqueous Fitm-Forminc Foam: 

Used to Extinguish Truck Fire. 3:51 
ARCHITECTS AND BuiLpERs, For: 

A Primer on Fire Doors. 5:9 

Corridor Wall Requirements. 1:81; 2:90 

Smoke Partitions in New Health Care Occupancies. 4:21 

The 1976 Life Safety Code. 3:123 : 
Arkansas City, Kans.: 

Supermarket Fire, March 13, 1976. 2:44 
Arson (See also Incendiary [Suspicious] Fires): 

Computer-Assisted Investigation of. 1:20 

Detection of. 5:69 

Deterrents of. 5:69 
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Investigation of. 5:70 
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Methods Used in. 5:69 

Motivation for. 5:68 
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Preparation of the Arson Case. 5:70 

Problems and Solutions. 5:71 

Public Attitudes on. 5:68 

Socio-Economic Trends of. 5:67 

The National Problem of. 5:67 

Training of Investigators. 5:71 
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An Aid to Investigators. 1:20 

Suggestions for Improving. 1:20 
ATTIc: 

Fire in. 6:14 

Nonfirestopped, Fire Spreads in. 2:45 

Undivided, Fire Spread Through. 3:51 
AUTOMOBILE ASSEMBLY-PLANT FIRE: 

Wayne, N.J., June 14, 1977. 6:12 
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Baupwin Ciry, Kans.: 

Fraternity House Fire, Aug. 29, 1976. 3:21 
Batu, S.C.: 

Warehouse Fire, Jan. 17, 1977. 4:26 
Bett, Mont.: 

Train Derailment, Nov. 26, 1976. 5:53 
BERKELEY, CALir.: 

A Survey of Households in. 1:67 
Bera PaRTIcLEs: 

In Ionization Detectors. 1:51 
BIMonTHLY Fire Recorp. 1:43; 2:43; 3:51; 4:25; 5:19; 6:11 
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BLEVE: 
Boynton Beach, Fla., Feb. 6, 1977. 5:19 
Boston, Mass.: 
Building-under-Construction Fire, Aug. 4, 1976. 4:33 
BoyYeEerTOWN, Pa.: 
Electrical Fire, May 26, 1976. 2:44 
Boynton BeEacu, Fta.: 
LP-Gas Distribution Plant Fire, Feb. 6, 1977. 5:19 
BRAKES: 
Overheated, Cause of Bus Fire. 6:11 
BRANDON, FLa.: 
Dwelling Fire, March 18, 1977. 6:14 
BrisTou, VA.: 
Garment-Manufacturing Plant Fire, March 26, 1977. 6:13 
Bronx, N.Y.: 
Social Club Fire, Oct. 24, 1976. 5:62 
BROOKLYN, N.Y.: 
Department Store Fire, Dec. 20, 1976. 5:64 
Browns Ferry, ALA.: 
Nuclear Power Plant Fire, A Second Look. 3:85 
BrusH AND RuBBISH F1REs: 
Losses, 1976. 6:51 
Number of, 1976. 6:51 
Burra.o, N.Y.: 
Warehouse Fire, April 2, 1976. 1:43 
Buitp1nG CopEs: 
BOCA in Maryland. 2:61 
BOCA Process for Changing. 3:73 
Minimum-Maximum in New Jersey. 3:71 
Minimum-Maximum in Virginia. 3:70 
Minimum-Maximum, Source of. 3:72 
Minimum-Maximum, Their Effect on Fire Service. 3:69 
Some History. 2:60 
BuILpInG FIREs: 
Losses, 1976. 6:51 
Number of, 1976. 6:51 


BurtpinG OFFICIALS AND Cope ADMINISTRATORS, Inc. (BOCA): 


Process for Changing BOCA Code. 3:73 
BUILDING-UNDER-CONSTRUCTION FirEs: 

Boston, Mass., Aug. 4, 1976. 4:33 

Correcting Deficiencies That Spread Fire in. 4:36 

Drugstore, San Bernardino, Calif., July 13, 1975. 2:44 
BUILDING-UNDER-DEMOLITION FIRE: 

McKeesport, Pa., May 21, 1976. 5:52 
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CALDWELL, I[paHo: 

Plant Fire, May 11, 1976. 5:53 
CAMBRIDGE, Mass.: 

Fire Department and Building Code in. 3:72 
CARPETS AND RvGs: 

Fire Involving. 3:54 
CATLETTSBURG, Ky.: 

Manufacturing Plant Fire, Jan. 12, 1977. 5:21 
CeILinG T1LE, COMBUSTIBLE: 

Fire Flashed Over. 4:108 
CErLinGs, SUSPENDED: 

Woodwork in Ignited by Short Circuit. 4:25 
CHAIR: 

Ignited by Smoking Materials. 4:40 
CHALMETTE, La.: 

Oil Refinery Fire, Aug. 12, 1976. 5:64 
Cuapais, P.Q., CANADA: 

Sawmill Fire, June 18, 1976. 1:44 
CHELAN, WASH.: 

Fruit Packing and Storage Complex Fire, Aug. 2, 1976. 
CHEMICAL-MANUFACTURING PLANT F1RE: 

Maywood, N.J., Aug. 23, 1976. 1:45 
Cuerry Huu, N.J.: 

Racetrack Fire, April 14, 1977. 6:11 
CHESTERFIELD County, Va.: 

Dwelling Fire, May 29, 1977. 6:14 
Curcaeo, ILL.: 

Apartment House Fire, Dec. 24, 1976. 5:63 

Nursing Home Fire, Jan. 30, 1976. 5:62 
CuicKasHA, OKLA.: 

Electrical Fire, April 24, 1976. 2:44 
CHIMNEY Fire: 

Dwelling, Durham, N.H., Nov. 8, 1976. 3:54 

Dwelling Fire, Florence, Ala., Jan. 31, 1977. 6:14 
CuristmMas LIGHTS: 

Fire. 6:13 
CHRISTMAS TREE FIRE: 

San Francisco, Calif., Dec. 20, 1976. 6:21 
CINCINNATI, OHIO 

Apartment Building Fire, Oct. 3, 1976. 3:54 

Department Store Fire, Oct. 27, 1976. 4:25 


1:4 


5 





CurrrsipE Park, N.J.: 

Dwelling Fire, Jan. 17, 1977. 5:22 
CLoTH-MANUFACTURING PLANT FIRE: 

Dover, Ga., Jan. 12, 1977. 5:21 

Maiden, N.C., Aug. 26, 1976. 3:52 

San Francisco, Calif., Jan. 31, 1976. 3:53 
Computer Faciuity Fire: 

Aftermath of. 6:29 

Rebuilding After. 6:33 

Waltham, Mass., April 10, 1976. 6:29 
CoMPUTER MANUFACTURING PLANT FIREs: 

Falls Church, Va., Dec. 26, 1976. 4:27 

Marlboro, Mass., Jan. 13, 1977. 4:27 
CompuTter-AssIsTED ARSON INVESTIGATION. 1:20 
CoMPUTERS: 

Use in Arson Investigation. 1:20 
CONCEALED SPACE: 

Nonfirestopped, Fire Spreads Through. 2:43 
Concorp, Mass.: 

Motel Fire, Dec. 4, 1976. 4:37 
Consensus STANDARDS: 

Regulatory Use of. 6:63 
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Corripor: 
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Court Decisions: 
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DELAYED ALARM: 
Faulty Contact Between Alarm Box and Fire Station. 5:19 
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Disconnected. 5:81 
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Detection Systems, Hear: 
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Power Fails. 5:81 
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Installed But Not Tested. 1:83 
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Doors, Exit: 
In Health Care Occupancies. 1:81 
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In Health Care Occupancies. 1:81 
Dover, Ga.: 
Cloth-Manufacturing Plant Fire, Jan. 12, 1977. 5:21 
Dry CHEMICAL EXTINGUISHING AGENT: 
Potassium Bicarbonate-Based, Caused Flare-Up. 1:45 
Dunes Report: 
FEMA Critique of. 6:36 


Dunrunay, N.C.: 
Retirement Home Fire, Oct. 15, 1976. 6:24 
DvuruaM, N.H.: 
Chimney Fire, Nov. 8, 1976. 3:54 
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Phenolic Plastic Trimmings, Fire in. 6:12 
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Brandon, Fla., March 18, 1977. 6:14 
Chesterfield County, Va., May 29, 1977. 6:14 
Cliffside Park, N.J., Jan. 17, 1977. 5:22 
Daly City, Calif., July 20, 1976. 2:46 
Des Moines, Iowa, April 28, 1977. 5:22 
Durham, N.H., Nov. 8, 1976. 3:54 
Florence, Ala., Jan. 31, 1977. 6:14 
Jacksonville, Fla., Jan. 4, 1977. 5:22 
Kenosha, Wisc., Aug. 26, 1976. 2:45 
Ketchum, Idaho, Jan. 10, 1977. 3:54 
Kingston, N.C., Dec. 2, 1976. 4:28 
Lehigh Acres, Fla., March 23, 1976. 2:46 
Levittown, N.Y., Dec. 18, 1976. 3:54 
Melrose, Mass., June 8, 1976. 1:12 
Niagara Falls, Ont., Canada, June 13, 1977. 6:14 
Oneida, Tenn., Nov. 26, 1976. 4:28 
Reading, Mass., Sept. 16, 1976. 1:46 
Stillwater, Okla., Aug. 12, 1976. 3:53 
Vista, Calif., May 10, 1977. 6:14 
Watertown, Conn., Sept. 28, 1976. 2:46 
West Des Moines, Iowa, April 21, 1977. 5:21 
Whitman, Mass., Dec. 27, 1976. 5:81 
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East Lynne, Conn.: 
Tent Fire, July 25, 1976. 2:46 
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Fire Is Still a Problem. 6:3 
Fire Prevention is Everyone's Job. 5:3 
Government and Standards Writing. 3:3 
Positive Contributions. 4:3 
EpvucaTIon, FirESAFETY: 
‘Learn Not to Burn” Campaign. 4:70 
Et Paso, Tex: 
Truck Fire, Aug. 16, 1976. 3:51 
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Fire Caused by: 6:14 
ELECTRICAL EQUIPMENT FIRES: 
Arc in Lights on Christmas Tree. 6:23 
Ballast Fails, Fluorescent Light Overheats. 2:43 
Heater. 5:22 
Oven. 3:54 
Space Heater. 5:22 
Telephone Cables. 1:43 
ELECTRICAL FIREs: 
Arc Ignites Gasoline Vapors. 1:44 
Boyertown, Pa., May 26, 1976. 2:45 
Browns Ferry, Ala., March 22, 1975. 3:85 
Chickasha, Okla., April 24, 1976. 2:44 
Extension Cord. 5:84 
Fan Motor Short Circuits. 6:14 
Kannapolis, N.C., Sept. 12, 1976. 3:54 
Marlboro, Mass., Jan. 13, 1977. 4:27 
Newspaper Plant, Seattle, Wash. 3:52 
Overloaded Circuit. 6:13 
Overloaded Wall Plug. 1:46 
Power Failure Stops Conveyor Belt Over Gas Heater. 4:26 
Relay Switch, Newport News, Va., Nov. 20, 1976. 4:27 
Short Circuit. 1:44; 3:53; 4:25 
Short Circuit Are Ignites Paint. 6:12 
Short Circuit, Olean, N.Y. 4:28 
Static Discharge Ignites Flammable Liquid. 6:12 
ELECTRICAL WIRING: 
Extension Cord Cause of Fire. 1:13 
ELeEvaToR SHAFT: 
Smoke Spreads Through. 5:22 
Smoke Spreads up. 4:35 
ELEVATORS: 
Blocked Off by Smoke. 4:35 
ELMswortuH, CANADA: 
School Fire, Jan. 19, 1977. 5:19 
EMERGENCY VEHICLES: 
Criteria for in Chemical, Plastics Plants. 1:25 
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Prompt Action of Restricts Fire. 1:46 
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Exit: 
Blocked by Fire. 3:13 
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Exits: 
Blocked by Fire. 1:12 
EXPLOSIONS: 
Coal Mine, Oven Fork, Ky., March 9, 1976. 5:62 
Grain Elevator, Galena Park, Tex., Feb. 22, 1976. 5:52 
Liquefied Propane. 4:25 
LP-Gas. 2:5, 46 
Natural Gas. 2:45; 4:25 
EXpLosion SuPPRESSION SYSTEM: 
Halon, Satisfactory Performance. 6:12 
Not Recharged in Time. 6:12 
EXTINGUISHER, CARBON DIOXIDE: 
Put Out Electrical Fire. 4:27 
EXTINGUISHER, CARBON DIOXIDE, INEFFECTIVE. 1:45 
EXTINGUISHERS, CARBON D10xIDB, SATISFACTORY PERFORMANCE. 1:46 
EXTINGUISHERS, Dry CHEMICAL, INEFFECTIVE. 1:43, 46 
EXTINGUISHERS, Dry CHEMICAL, SATISFACTORY PERFORMANCE. 1:46 
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FarrBANKs, ALASKA: 
Tank Truck Fire, Jan. 20, 1976. 1:44 
Fautus Cuurcn, Va.: 
Manufacturing Plant Fire, Dec. 26, 1976. 4:27 
FERTILIZER PLANT FIRE: 
Paris, Ky., Jan. 12, 1977. 5:21 
Fire: 
Natural Role of in Forest Ecology. 6:37 
Frre ALARM Putt SraTIon: 
Did Not Operate During Fire. 6:26 
Frre DEPARTMENT OPERATIONS HAMPERED: 
Alarm Delayed. 1:46; 2:44 
Fire Knocked Out Telephone Line. 1:45 
Hydrants Closed to Prevent Freezing. 5:20 
Lack of Water. 1:44 
Low Temperatures. 5:21 
No Fire Hydrants Nearby. 3:51; 6:14 
Requested Not to Use Water. 1:43 
Sections of Roof and Ducts Falling. 2:44 
Frre EquipMENT MANUFACTURER'S ASSOCIATION, INC.: 
Criticism of Dunes Test Answered. 5:47 
Reaction of to NBS Tests of Detectors. 2:19 
Frre-Ficuter Fatauiry: 
Air Supply Probably Ran Out. 4:108 
Trapped When Fire Flashed Through Corridor. 4:108 
Frere FicHTers: 
Factors in Testing of. 1:32 
Validation of a Test of. 1:35 
Frre iw Print. 1:91 
Frre MArsHALSs ON Duty. 1:83 
Fire PREPAREDNESS: 
Of Berkeley Households. 1:70 
Frre PREVENTION: 
Ideas Being Used. 1:79 
It Works in Orlando, Florida. 1:79 
Fire Prevention Study Aci uf 1977: 
NFPA Opinion on. 6:59 
Fire Protection: 
Practical or Perfect? 2:51 
Fire Tests: 
Plastics in Warehouses. 3:43 
Rate-of-Rise Heat Detectors. 2:19 
Residential Smoke Detectors. 2:18 
UL Compartment Corner Test of Urethane Insulation. 3:32 
FrRESAFETY: 
Concern About Reflected in Survey. 4:71 
Local Control of Essential. 6:60 
FrrEsAFETY SysTEMs: 
Analysis of. 3:60 
FrrEWworKs: 
Class C, Federal Standards for. 3:27 
Class C, Prohibited Chemicals in Manufacture of. 3:29 
Deaths Caused by, 1977. 6:42 
History of Federal Regulation. 3:27 
Incident Survey, 1977. 6:42 
Incidents Involving Cless B Fireworks, 1977. 6:44 
Incidents Involving Class C Fireworks, 1977. 6:44 
Incidents Involving Homemade Devices, 1977. 6:44 
Incidents Involving Public Displays, 1977. 6:44 
Injuries Caused by, 1977. 6:42 
Labeling of. 3:29 
Number of Fires Caused by, 1977. 6:42 
Rockets, Federal Regulations. 3:118 
Toy Smoke Devices, Federal Regulations on. 3:118 
FLAMMABLE LiQuIDs: 
Spreads Fire. 6:12 
Used to Start Fire. 5:38 
FLAMMABLE, COMBUSTIBLE LiquiD Fire: 
Gasoline. 1:43, 44; 2:45, 46; 3:13, 53 
Oil, Ignited by Electrical Arc. 5:22 
Oil Residues. 1:44 
Paint. 2:45 
Phenolic Resin Solution. 6:12 
Varnish Remover. 3:52 
Water-Repellent Chemical. 2:46 


FLORENCE, ALA.: 

Dwelling Fire, Jan. 31, 1977. 6:14 
Forests: 

Brief History of Fire’s Effect on. 6:36 

Wildfires and Tame Fires in. 6:36 
FRAMINGHAM, Mass.: 

Restaurant Fire, Aug. 2, 1976. 2:44 
FRANKLIN, IND.: 

Plant Fire, Feb. 17, 1977. 6:12 
FRATERNITY House Fire: 

Baldwin City, Kans., Aug. 29, 1976. 3:21 
FREDERICKSBURG, VA.: 

Row-House Fire, May 28, 1976. 2:46 

FREIGHT TERMINAL FIRE: 

Roseville, Minn., March 7, 1977. 4:28 
Fruir PACKING-AND-STORAGE COMPLEX FIRE: 

Chelan, Wash., Aug. 2, 1976. 1:45 
FURNITURE: 

Couch, Fire Started in. 3:54 

Chair, Ignited by Smoking Materials. 4:40 
FuRNITURE STORE: 

Oakland, Calif., March 1, 1976, 2:43 
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GALENA Park, TEX.: 
Grain Elevator Explosion, Feb. 22, 1976. 5:52 
GARAGE FirREs: 
Pepper Pike, Ohio, March 30, 1976. 2:45 
West Carrollton, Ohio, May 3, 1976. 1:44 
GARMENT-MANUFACTURING PLANT FIRE: 
Bristol, Va., March 26, 1977. 6:13 
Gas: 
LP, Explosion. 2:46 
Natural, Explosion. 2:45 
Propane, Explosion. 2:5 
Gas Fire: 
Liquefied Propane. 4:25 
Natural Gas. 4:26 
Gas Fires AND EXPLOSIONS: 
Acetylene. 1:44 
LP-Gas. 2:46 
Natural Gas. 1:46; 2:45 
Propane. 2:5 
Gas LEAK: 
Natural Gas. 4:26 
Natural Gas, Cause of Explosion and Fire. 4:25 
Gas PIPE: 
Natural Gas, Cracked. 4:26 
GASOLINE: 
Fire. 3:13 
Spill Fire. 2:46 
GREENVILLE, OHIO: 
Home-for-the-Aged Fire. 3:51 
GRINDING OPERATIONS: 
Sparks from Cause Fire. 4:27 
Guitrorp County, §.C.: 
Dinnerware Manufacturing Plant Fire. 4:26 
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Haton 1301, ExtrncuisHinG Systems: 

Four-Zone Detection Subsystem for. 5:75 

Testing Design of. 5:74 

Typical Causes of Failure of. 5:74 
HANForD, CALIF.: 

Tank Truck, Flammabie Liquid Fire, June 22, 1976. 1:43 
HARTSVILLE, TENN.: 

Shoe-Manufacturing Plant Fire, Nov. 9, 1976. 3:53 
Heat DETEcTOoRS: 

Fire Tests of. 2:18, 19 

New Concept in Design of. 2:69 
Hicu-Rise Orrice BuILpING Fire: 

Los Angeles, Calif., Nov. 19, 1976. 5:35 
HoME-For-THE-AGED FIRE: 

Greenville, Ohio, Aug. 13, 1976. 3:51 
HospIta.s: 

Learning to Put Out Fires. 1:75 
Hore Fire: 

San Juan, Puerto Rico, Aug. 5, 1976. 1:45 
HUD: 

Minimum Property Standards, Study of. 3:60 
Huntinoton, W. Va.: 

Paint Fire, Feb. 3, 1977. 5:20 


INcENDIARY (Suspicious) Fires. 3:51, 53; 5:35 
Apartment House, International Falls, Minn., July 27, 1976. 2:12 
Drugstore, San Bernardino, Calif., July 13, 1975. 2:44 
Night Club, New York, N.Y., Oct. 23, 1976. 3:13 
School, Amesbury, Mass., Oct. 12, 1976. 4:107 
Store, Oakland, Calif., March 1, 1976. 2:43 





INDIANAPOLIS, IND.: 

Office Building Fire, Vay 3, 1976. 2:43 
INDUSTRIAL FrrRE PROTECTION: 

Emergency Vehicles for Chemical, Plastics Plants. 
INSTITUTIONAL OCCUPANCIES: 

Losses, 1976. 6:51 
INSULATION, POLYURETHANE: 

Explosion. 1:44 

Fire Involving. 1:44, 45 

Ignited by Acetylene. 1:44 
INSULATION, POLYVINYLCHLORIDE: 

Cable Fire. 1:43 
INSULATION, Ricip URETHANE: 

Evaluation of, for Residential Use. 3:32 
INTERIOR FINIsH: 

Fire Spread Along. 4:108 
INTERNATIONAL Fas, MInn.: 

Apartment House Fire, July 27, 1976. 2:12 
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JACKSONVILLE, Fua.: 
Dwelling Fire, Jan. 4, 1977. 5:22 
Jornt Counc or NATIONAL Fire SERVICE ORGANIZATIONS: 
Work on Testing Fire Fighters. 1:33 
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Kannapouis, N.C.: 

Mobile Home Fire, Sept. 12, 1976. 3:54 
Kearny, N.J.: 

Manufacturing Plant Fire, Jan. 5, 1977. 5:19 
KeEnosna, WIsc.: 

Dwelling Fire, Aug. 26, 1976. 2:45 
KeEtcuvum, IpAHo: 

Dwelling Fire, Jan. 10, 1977. 3:54 
Kincston, Mass.: 

School Fire, April 5, 1977. 5:19 
Krnaston, N.C.: 

Dwelling Fire, Dec. 2, 1976. 4:28 
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LACQUER THINNER: 
Ignited by Electrical Charge. 2:45 


LarGE-Loss Frres, U.S.: 
Record of, 1976. 5:51 
LaTex MATrREss: 
Fire Involving. 6:26 
LaunprY CHUTE: 
Fire in. 1:46 
LAWRENCEVILLE, Ga.: 
Manufacturing Plant Fire, Jan. 31, 1977. 4:26 
Laws, SAFETY: 
Legal Tests of. 4:60 
“‘Learn Not To Burn” CAMPAIGN: 
The Status of. 4:70 
“LEARN Nort To Burn” ComMPETITION: 
Award-Winning Ideas in. 4:72 
LEARNING TO Put Our HosprTau Fires. 1:75 
LEGISLATION: 
Fire Prevention Study Act of 1977, NFPA Opinion on. 6:59 
Smoke Detector Laws. 2:61 
Smoke Detectors, Legal Implications of Mandatory. 2:59 
Voluntary Standards and Accreditation Act. 4:42 
LexuicH Acres, Fua.: 
Dwelling Fire, March 23, 1946. 2:46 
Lenorr, N.C.: 
Warehouse Fire, Nov. 22, 1976. 4:27 
LeTrers. 1:97, 98; 2:110; 3:4; 4:6; 5:6; 6:4 
Levittown, N.Y.: 
Dwelling Fire, Dec. 18, 1976. 3:54 
LIGHTNING: 
Explosion Caused by. 2:44 
Fire Caused by. 2:44; 3:51 
Lint: 
Fire Involving, Textile Mill. 6:13 
Lise, Iut.: 
Restaurant Fire, March 16, 1976. 2:44 
Lone Beacu, Cauir,: 
Restaurant Fire, July 15, 1976. 1:46 
Los ANGELEs, CALIF.: 
Apartment House Fire, Dec. 20, 1976. 5:63 
High-Rise Office Building Fire, Nov. 19, 1976. 5:35 
Oil Tanker Explosion, Dec. 17, 1976. 5:52 
Warehouse Fire, July 2, 1976. 2:45 
LP-Gas: 
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